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SUBJECT:MR-1000 EQUIPMENT FAILURE 

1. THE FOLLOWING WAS RECEIVED FROM THE AMERICAN EMBASSY 
NIAMEY ON 2/21/75 AND IS BEING PASSED ON FOR YOUR INFORMA- 
TION. 

QUOTE - PA 548U-5 S/N SY-121 USED ON SYSTEM NO. 2 IS BE- 
GINNING TO GO BAD. SAME SYMPTOMS AS OTHER PA'S THAT FAILED. 
INTERMITTENTLY WILL NOT COMPLETE TUNING CYCLE. PA STILL 
OPERATIVE AND NO ARCING YET NOTICED. LIMITING USE OF SYSTEM 
2 TO SECONDARY SELCAL OPERATIONS ONLY. - UNQUOTE 

2. THIS MESSAGE IS IMPORTANT IN THAT IS SHOWS A PREDICT- 
ABLE FAILURE PATTERN. THIS IS THE FIRST EVIDENCE WE 

HAVE HAD THAT FAILURES WERE NOT A ONE TIME CATOSTROPHIC 
BAND SWITCH FAILURE. IT MAY BE SIGNIFICANT IN YOUR 
OVERALL ENGINEERING REVIEW OF THE MR- 1000. KISSINGER 
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